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S55c  HUGHES  FURNITURE 

MANUFACTURING 

COMPANY 

BALTIMORE,  MARYLAND 


President  aoid   Treasurer  JACOB  HUGHES.   JR. 


Showrooms  Office,  and  Factory 

HAUBERT   and  MARRIOTT  STS. 

223  W.  FAYETTE  STREET  Locust    Point 


1^  W 


-^.* 


Heigh't  G  fi.  1  in. 
Slats  4  f1.  6  in. 


No.  171    Suit.     Quartered  Oak.     Rubbed  and   Polished 
No.  171 '•   Suit.     Mahogany.     Rubbed  and   Polished 

Top  48  \  24  ill. 
Class  30  X  40  ill.  French  Bevel 


Top  30  N  L'l  in. 


No.  172   Suit.     Quartered  Oak.     Rubbed  and   Polished 
No.  172'i    Suit.     Mahogany.     Rubbed  and   Polished 


Height  li  ft.  7  in. 
Slat.s  4  ft.  e  in. 


To]i  4S  X  24  in. 
(ihi.ss  30  X  :ili  in.  French  Bevel 


Top  3(3  X  21  in. 


No.  173   Suit.     Quartered  Oak.     Rubbed  and   Polished 
No.  173^2  Suit.     Mahogany.     Rubbed  and   Polished 


Height  6  ft.  4  in. 
Slats  4  ft.  G  in. 


Top  46  X  22  in. 
Glass  28  X  34  in.  Frencli  Bevel 


Top  ,34  N  20  in. 


No.  174   Suit.     Quartered   Oak.      Rubbed  and   Polished 
No.  174 'l'   Suit.    Mahogany.     Rubbed  and   Polished 


Heiglit  6  ft.  4  in. 
Slats  4  ft.  6  in. 


Top  46  X  22  in. 
Glass  24  X  30  in.  French  Bevel 


Top  ,34  X  20  in. 


No.  176   Suit.     Quartered  Oak.     Rubbed  and   Polished 
No.  176'i'  Suit.     Mahogany.     Rubbed  and   Polished 


Height  G  ft.  (i  in. 
Plnt.<;  4  ft.  fi  in. 


Top  48  X  24  in. 
Glass  MO  \  40  in.  Vrvnch  Rpvol 


Top  'Mt  \  21  in. 


No.  177   Suit.     Quartered   Oak.     Rubbed  and   Polished 
No.  177'2    Suit.     Mahogany.     Rubbed  and   Polished 


Height  6  ft.  2  iii. 
Slats  4  ft,  (i  in. 


Top  4.S  X  24  in, 
(n:is.s  .sn  \  40  ill.  I''rcncli  licvcl 


Tf.p  :?(i  N  21  ill. 


No.  128   Suit.     Oak.     Royal   Q 


uartered  ^K^^^sh 


Height  e  ft.  8  in. 
Slats  4  ft.  6  in. 


(f^W^        Top  46x22  in. 
C\^^(  ;i:i.s.s  24  X  30  in.  French  Bevel 


Tops   Rubbed  and   Polished 

Tnp  'Mi  X  20  ill. 


-^=:S&^^SS2„ 


No.  132   Suit.     Oak.     Royal   Quartered   Oak   Finished.     Tops   Rubbed   and   Polished 


Height  C  ft.  S  in. 
Slats  1  ft.  fi  in. 


I'  rench  linvol 
Full  Swell  Front 


Ttip  3G  X  20  ill. 
Full  Swell  Front 


't^^-o^^^lxs'^'^^ 


No.  133'l'   Suit.     Oak,   Rolls   Panels  Tops  and   Fronts,   Royal   Quartered   Oak   Finished 


Height  6  ft.  0  in. 
Slats  4  ft.  6  in. 


Top  42  .X  22  in. 

-  ( ;i:tss  24  X  30  in.  French  Bevel 

Full  Swell  Front 


Top  34  X  19  in. 
Full  Swell  Front 


No.  133-0   Suit.     Same  as  above  suit  with  Open   Standard 
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No.  134   Suit.     Oak.     Royal   Quartered   Oak   Finish.     Tops   Rubbed  and   Polished 

Top  :iG  N  20  ill. 


Height  6  ft.  .S  in. 
Slat.s  4  ft.  fi  ill. 


U 


No.  135   Suit.     Oak.     Royal  Quartered 


Height  G  ft.  S  in. 
Slats  4  ft.  C  ill. 


iN^Milfiss  L'S  x  .34  in.  Frencli  Revo 


ish.     Tops   Rubbed  and    Polished 


'I'lip  :in  \  '.'n  in. 


No.  144    Suit.     Oak.     Royal   Quartered  O 


Height  6  ft.  6  in. 
Slats  4  ft.  6  in. 


jlass  24  X  30  in.  French  Bevel 
Full  Swell  Front 


h.     Tops   Rubbed  and   Polished 


Top  34  X  19  in. 

Full  .Sivell  Front 
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No.  145   Suit.     Oak.     Royal   Quarte 


Height  6  ft.  fi  iir 
Slats  4  ft.  (1  ill. 


Finish.     Tops   Rubbed  and   Polished 


f'^V^^sJ^  Top  42  X  22  in. 
"   ClUiss  24  X  30  in.  French  Bevel 
^^va-  Full  Swell  Front 


Til]!  :?4  \  19  in. 
Full  Swell  Front 
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No.  145*2  Suit.     Oak.     Royal   Q 


Height  6  ft.  0  in. 
Slats  4  ft.  n  in. 


""n^m^^'-' "" 


hWTzi  X  30  in.  French  Bevel 
Full  Swell  Front 


bbed  and   Polished 

Top  34  X  19  in. 
Full  Swell  Front 
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No.  146.     Suit.     Plain  Oak,   Rolls  and   Panels  only.     Royal  Quartered  Oak  Finish 


Heiglit  6  II.  (i  ill. 
Slats  4  ft.  G  ill. 


lurt'lTi-.-iwcr  Swt'U 


Top  32  \  10  in. 
Top  Orawor  Swell 


No.  147   Suit.     Oak.     Royal   Quartered 


Gloss   Finish 


1^  I UJ  0 


Slats  4  ft.  6  in. 


Glass  24  X  30  in.  French  Bevel 
FuU  Swell  Front 


Top  34  X  19  in. 
Full  Swell  Front 
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No.  131   Suit.     Plain  Oak.     Gloss   Finish.     (Rolls  and   Panels   Only.     Royal  Quartered   Oak  Finish) 


Height  6  ft.  6  in.  Top  42  .\  22  in. 

Slats  4  ft.  6  in.  Glass  24  .\  30  in.  French  Bevel 

Top  Drawer  Swell 

No.  131-0  Suit.    Same  as  above  with  Open  Standard 

IS 


Top  32  X  19  in. 

Top  Drawer  Swell 


No.  125   Suit.     Plain  Oak.     Gloss   Finish 


Height  6  ft.  5  in. 
Slats  4  ft.  6  in. 


Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 

Top  Drawer  Swell 


Top  32  X  19  in. 
Top  Drawer  Sw-ell 
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No.  14232  Suit.     Plain  Oak.     Gloss   Finish 


Height  0  ft.  5  in. 
Slats  4  ft.  6  in. 


Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 

Tojj  Drawer  .Swell 


Top  32  X  m  in. 
Top  Drawer  .Swell 
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No.  142    Suit.      Plain  Oak.      Gloss   Finish 


Height  6  ft.  5  in. 
Sl.'its  4  ft.  n  in. 


Top  42  X  22  in. 
Glass  24  X  30  in.  French  Bevel 
Top  Drawer  Swell 


Top  .■32  X  19  in. 
Top  Drawer  Swell 
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No.  143   Suit.     Plain  Oak.     Gloss  Finish. 


Height  6  ft.  5  in. 
Slats  4  ft.  0  in. 


Top  42  X  22  in. 

Glass  20  X  24  in.  French  Bevel 

Top  Drawer  Swell 


Ttip  32  X  10  in. 
Top  Drawer  .Swell 
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No.  143>ii   Suit.     Plain  Oak.     Gloss   Finish 


Height  6  ft.  5  in. 
Slats  4  ft.  6  in. 


Top  42  X  22  in. 

Glass  20  X  24  in.  French  Bevel 

Top  Drawer  Swell 
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Top  32  X  19  in. 
Top  Drawer  Swell 


No.  126   Suit.     Plain  Oak.     Gloss   Finish 


Height  6  ft.  5  in. 

Slats  4  ft.  6  in. 


Top  42  X  22  in. 

Gla.ss  24  X  30  in.  French  Bevel 

Top  Drawer  Swell 


Top  .32  X  10  in. 
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No.  142-0  Suit.     Plain  Oak.     Gloss   Finish 


Height  Oft.  5  in. 
Slnts  4  ft.  r.  in. 


Top  42  X  22  in. 

Glass  24  X  30  in.  Frencli  Revel 

Top  Drawer  Swell 


Top  .32  X  19  in. 
Top  Drawer  Swell 
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No.  153   Suit.     Birch.     Imitation   Mahogany.     Gloss   Finish 


Height  6  ft.  5  in. 
Slats  4  ft.  (i  in. 


Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 

Top  Drawer  Swell 


Top  32  X  19  in. 
Top  Drawer  Swell 
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Heiglit  6  ft.  5  in. 
Slats  4  ft.  6  in. 


No.  154   Suit.     Birch.     Imitation   Mahogany.     Rubbed   and   Polished 

Top  .36  .x  20  in. 


Top  46  X  22  in. 
Glass  28  X  34  in.  French  Bevel 
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No.  155   Suit.     Birch.     Imitation   Mahogany.     Gloss   Finish 


Height  6  ft.  5  in. 
Slats  4  ft.  6  in. 


Top  42  \  22  in. 

Glass  24  X  30  in.  French  Bevel 

Full  Swell  Front 


Top  34  X  111  in. 
Full  Swill  Front 
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No.  234  Dresser 

Plain  Oak  (lluss  Finish 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 


No.  235  Dresser 

Plain  ( )ak  (ilo.>s  Kinish 

Top  Drawer  Swell 

Top  42  X  22  in. 

Gla.ss  24  X  30  in.  French  Be\el 


No.  238  Dresser 

Plain  ( lak  ( lloss  Finish 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  20  X  24  in.  French  Bevel 
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No.  253  Dresser 

Plain  Oak  Ciloss  Finish 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 


No.  255  Dresser 

Plain  Oak  Gloss  Finish 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  24  X  30  in,  French  Bevel 


No.  256   Dresser 

Plain  Oak  Gloss  Finish 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 
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8LXSS  20  X  M. 


No.  244-  Dresser 

Bircli  (ll.iss  Finish 

Top  Draper  S^ell 

Top  42  X  22  in. 

Glass  24  X  30  in,  French  Bevel 


No.  245  Dresser 

Hinli  KuIjIj.-.!  and  Polished 

Top  Drawers  Round 

Two  Bottom  Drawers  Swell 

Top  46  X  22  in. 

Gla,ss  28  X  34  in.  French  Bevel 


No.  246  Dresser 

Birch  ( doss  Finish 

Full  Swell  F'ront 

Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 
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Washstand  and  Toilet 

No.  171-T  Quartered  Oak 

No.  ITI'ii-T  Mahogany 

Rubbed  and  Polished 
Top  36  X  21  in. 

Glass  16  X  28  in.  French  Bevel 


Washstand  and  Toilet 

No.  172-T  Quartered  Oak 

No.  172'2-T  Mahogany 

Rubbed  and  Poli.shed 

Top  36x21  in. 

Ghiss  16  X  24  in.  French  Bevel 


Washstand  and  Toilet 

No.  176-T  Quartered  Oak 

No.  176ij-T  Mahogany 

Rubbed  and  Polished 

Top  36  X  21  in. 

Gla.ss  16  X  21  in.  French  Bevel 
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Washstand  and  Toilet 

No.  177-T  Quartered  Oak 

No.  177'2-T  Mahogany 

Kulihed  iiml  l>..li-lir,l 

l\)p  3()  X  21  ill. 

Oia-ss  10  X  2S  in.  French  Ik-vcl 


No.  286  Washstand  and  Toilet 

Koyal  C^iuirtered  ();ik  Finish 

Tdj)  Rul)br<l 

Tup  3Gx20  ill. 

Glass  10  X  24  in.  Frencii  Bevel 


No.  287  Washstand  and  Toilet 

Royiil  Quartered  Oak  Finish 

Top  Rubbed 

Top  36  X  20  in. 

Glass  16  X  24  in.  French  Bevel 
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No.  288  Washstand  and  Toilet 

Plain  Oak  Gloss  Finish 

Top  32  X  IS  in. 

Top  Drawer  Swell 

Glass  12  X  18  in.  French  Bevel 


^^■WW 


IMo.  277  Washstand 

Plain  Oak  Gloss  Finish 

Top  32  X  18  in. 

Top  Drawer  Swell 
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No.  201   Enameled  Dresser 

Full  Swell  Front 

Top  42  X  22  in. 

Glass  24  X  30  in.  French  Bevel 


No.  202  Enameled  Dresser 

Full  Swell  Front 

Top  42  X  22  in. 

Gla,ss  24  X  30  in.  French  Bevel 
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No.  203  Enameled  Dresser 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  22  X  28  in.  French  Bevel 


No.  205   Enameled   Dresser 

Top  l)r;i\\er  Swell 

Top  42  X  22  in. 

Glass  24  X  30  in.  Freni-h  Be\-el 


No.  206  Enameled  Dresser 

Top  Driiwer  Swell 

Top  42  X  22  in. 

Cilass  20  X  24  in.  French  He\el 
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No.  207    Enameled   Dresser 

straight  Front 

Top  :i.S  X  19  in. 

Glass  22  X  2S  in.  French  Hevel 


No.  210  Enameled  Dresser 

Full  Swell  Front 

Top  42  X  22  in. 

(Uass  24  X  30  in.  French  lievel 


No.  211   Enameled  Dresser 

Full  Swell  Front 

Top  42  X  22  in. 

(ilass  24  X  30  in.  French  Revel 
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No.  212  Enameled  Dresser 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  20  X  24  in.  French  Bevel 


No.  213  Enameled  Dresser 

Top  Drawer  Swell 

Top  42  X  22  in. 

Glass  24  X  30  in.  French  lievel 


No.  214  Enameled  Dresser 

Straight  Front 

Top  3S  X  19  in. 

f'.lass  20  X  24  in.  French  Bevel 


No.  215  Enameled  Dresser 

straight  Front 

Top  38  X  10  in. 

Clla-ss  lSx24  in.  FnMich  Hc^vcl 


3S 


No.   216   Enameled   Dresser 

'J'oj)  Prawer  Swell 
,      Top  42  X  22  ill. 
Glass  24  \  30  in.  FriTifh  Bevel 


No.    217    Enameled    Dresser 

Tf)j>  llrawcr  Swell 
Top  42  X  22  in. 
Glass  24  X  .30  in.  Freneli  Bevel 
39 


No.    218    Enameled    Dresser 

Top  Urawer  Swell 

Top  42  X  22  in. 

Gla.ss  24  X  30  in.  French  Bevel 


1 

!■ 

1 

1 

■^^BBaift-'-'-r;TMti-|imfi      r" 

No.  220  Enameled  Washstand 

Two  I  *ra\voi'  Swell 
T(ip  32x1  Din. 


No.  221    Enameled  Washstand 

Tdji  I)r;uvt'r  Swell 
Top  :i2  X  H)  in. 


No.  222   Enameled  Washstand 

Slraifllil    l'r..nl 
Top  L>s  \  17  ill. 


•10 


q 

1 

1 

^" 

■    ^ 

» 

^1   "^           *^ 

1  tl"  *"" 

;^ 

1 

No.  325     Enameled  Chiffonier  No.  327     Enameled  Chiffonier 

Surli  l'1-..nl 

i;i:i,s.s    Id  X  Jll  III      1    iviirll    I'.rv.-l  I'lip  ill'  X  I'll  ill. 

No.   328 

Snmc  lis  Xo.  32/,  witli  .-ill  Urnwors 


S«rll    I'lulil 

f;iiiss  12  X  IS  in.  Kii-iiili  I'.imI  Tup  :i2  x  21)  in 

No.  326 

Same  as  Xo,  ,32.5,  «ith  all  Drawei-s 


No.  329     Enameled  Chiffonier 

Sui-ll   liiiiil 

■1"P  :;2  X  211  ill. 
No.  330 

Same  as  Xo,  321),  with  Hat  Rox 


II 


No.  332    Enameled  Chiffonier 

S«cll    I'lMIlt 

Class  (i  X  S  iii    I'li-ncli  Hcvcl        'ro|i  :{L'  x  L'd  in. 

No.   331    Enameled   Chiffonier 

Is  same  ns  No.  332  with  all  Dianpi-s 


, 


No.  333    Enameled  Chiffonier 

Su.-ll  I'll, 111 
Class  12  X  IS  iiL  Iwcnch  licvcl       Tnii  32  x  2(1  in. 

No.   334   Enameled   Chiffonier 

Is  same  as  \o.  333  wilh  Hat  Rnx 
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No.  350  Chiffonier 

Quartered  Oak 

No.  35OJ2  Chiffonier 

Mahogany 

Triple  Swell  Rubbed  and  Polished 

Top  36  X  21  in.  Glass  16  x  28  in.  French  Bevel 


No.  351   Chiffonier 

Quartered  Oak 

No.  351I2  Chiffonier 

Maliogany 

Triple  Swell  Rubbed  and  Polished 

Top  36  X  21  in.  Glass  16  x  24  in.  French  Bevel 


No.  352  Chiffonier 

Quartered  Oak 

No.  352I2  Chiffonier 

.Mahogany 

Full  Swell  Rubbed  and  Polished 

Top  34  x  20  in.  Glass  16  x  24  in.  French  Bevel 
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No.  353  Chiffonier 

No.  354  Chiffonier 

No.  353',.  Chiffonier 

No.  354'  .  Chiffonier 

MaiioSMliv 

M:ili(\Lcai;v 

iMill  Swell             llill.hc-il  unil  Polished 

Triple  Swell          Uiihheii  :irul  I'oli.shecl 

T„ 

1  :!1  \  20  in             <  ;l:iss  111  x  20  in,  I'li-nch 

Hcvpl 

To, 

:^li  X  21  in.            (;i:iss  HI  x  21  in.  Ficneh  Revel 

No.  355  Chiffonier 

l|ii:i|-l.r,  .1  I  -.iL 

No.   355',.  Chiffonier 

.M:illn;;;iliy 

Triple  Swell  Hulilied  :iii(l  Pulisheil 

Tup  HCi  X  21  in.  Class  111  X  2.S  in.  I'reiir-li  Bevel 


No.  343  Chiffom* 


-=*»^M^ 


Roy  ABilemCA\U^,»y'  ' 
Top  Rubb*AY.    d)  i^^    F„|l  Swell 
Top'sr.  X  21  in. 
Glass  18  X  24  in.  French  Hex  el 


No.  344  Chiffonier 

U.ik 

Royal  t^uartered  Oak  Finish 

Top  Rul>be(l  Top  36  x  21  in. 

Gla.ss  16  X  24  in.  French  Bevel 
Full  Swell  Top  Drawer  Round 


No.  34 


jl^lSUi*^'" " ( )ak  Finish 


mjhed  Full  Swell 

Top  .•)(;  X  21  in. 
Glass  10  X  24  in.  French  Bevel 
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No.  346  Chiffonier 

Royal  Quartered  Oak  Finish 

Top  Rubbed  Full  Swell 

Top  36  X  21  in. 

Glass  IS  X  20  in.  French  Bevel 


No.  347  Chiffonier 

Oak 

Royal  Quarte 


wver  Round 

in.  French  Bevel 


No,  348  Chiffonier 

Royal  Quartered  <  ';ik  l-'iiii>li 

Top  Huhhed 

Full  Swell  Top  Drawer  Round 

Top  36  X  21  in.  Glass  IS  x  20  in.  French  lievel 


No.  303   Chiffonier 

Plain  Oak  Gloss  Finish 

Swell  Front 

Top  36  X  21  in. 

Glass  8x10  in.  French  Bevel 


No.  304   Chiffonier 

I'lain  Uak  ( iln.ss  Finish 

Swell  Front 

Top  .36x21  in. 
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No.  310  Chiffonier 

Plain  Oak  Swell  Frunt  tilo.ss  Finish 

Top  .32  X  20  in. 

Glass  6x8  in.  French  Be\'el 

No.  311  Chiffonier 

Same  as  No.  311),  with  Hat  Box 


No.  312  Chiffonier 

I'hiin  (i:ik  lilc.ss  Finish 

Swell  Front 

Top  32  x-  20  in. 

No.  313  Chiffonier 

Same  as  No.  312,  willi  :ill  I  )ra\vei-s 


No.  306  Chiffonier 

Plain  (.):ik  ( iln.s.s  Finish 

Swell  Front 

Top  32  X  20  in. 

Gla.<s  1(1  X  20  in    Fivmli  Bcvi'l 

No.  307   Chiffonier 

Same  as  No.  300,  with  Hat  Jiox 
■JS 


No.  309   Chiffonier 

Plain  Oak  C  loss  Finish 

Swell  Front 

Top  32  X  20  in. 

fllass  12  \  IS  in    Fivnrh  li.v.-l 

No.  308   Chiffonier 

Same  as  No.  30'.*.  wilii  :ill  l)rawei-s 


No.  314  Chiffonier 

Phiin  (.)iik      Top  Drawer  Swell       (_iloss  Finish 

Top  32  X  20  in. 

Glass  10  X  20  in.  French  Bevel 

No.  315  Chiffonier 

Same  as  Xo.  314.  ^^ithllut  Standard  and  Glass 
(Has  Wood  Back) 


No.  316   Chiffonier 

Plain  Oak      Straight  Front      Glcss  Finish 

Top  32  X  20  in. 

Glass  12  X  IS  in.  French  Bevel 

No.  317   Chiffonier 

Same  as  Xo.  3U),  without  Stamlurd  and  Glass 

(Has  Wood  Back) 
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No.  365   Chiffonier 

Plain  (_*iik  Glos^  Finish 

Swell  Front 

Top  3fix21  in. 

Glass  16  X  24  in.  French  Bevel 


No.  366  Chiffonier 

Plain  Oak  ^nVVW^Wg''**'^ 


X  20  in.  French  Bevel 


No.  367  Chiffonier 

Plain  (.)ak  Gloss  Finish 

Swell  Front 

Top  36  X  21  in. 

Glass  16  X  24  in.  French  Bevel 
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No.  368  Chiffonier 

Plain  Oak  Swell  Front  Gloss  Finish 

Top  32  X  20  in. 

Glass  12  X  18  in.  French  Bevel 

No.  369  Chiffonier 

Same  as  Xo.  368,  with  Hat  Box 


No.  418   Armoire   Qtd.  Oak  Veneered 
No.  418' 2  Armoire  Mahogany  Veneered 

iMill  Kn.l  Panels 
Doiiiili-  Swell  Kase  Kubbed  and  Polished 

Freneh  Bevel  Plate  2-1  x  4S  in. 
Height  7  ft.  Wi.lili  :Ut.  4  in  l>c|ith  21  in 

No.  417   Armoire   Qtd.  Oal<  Veneered 
No.  417'  2  Armoire  Mahogany  Veneered 

Same  as  above,  with  WikkI  Panel  in  Uuor 


No.  401    Armoire   Qtd.  Oal<  Front 

No.  401' 2    Armoire   Cherry  Imitation 
Mahogany 

Swell  Base  and  rcj|i  Koiind  Corners 

Knbbed  and  Polished 

Freneh  Bevel  Plate  24  x  44  in. 

Height  7  n.  :i  in  Width  :',  ft.  5  in. 

Depth  21  in. 

.51 


No.  423  Armoire  Qtd.  Gale  Veneered 

No.  423'  i>  Armoire  Mahogany  Veneered 

Triple  Swell  Base  Rubbed  anil  Polished 

Freneh  Bevel  Plate  24  x  48  in. 
Height  7  ft.  9  in.       Width  3  ft.  6  in.      Depth  21  in. 

No.  422   Armoire   Qtd.  Oal<  Veneered 
No.422''j  Armoire  Mahogany  Veneered 

Same  as  aliove,  with  \\'ind  Panel  in  Door 


No.  400  Armoire 

Quartered  Oak  Front 

N0.4OOI2  Armoire 

Cherry.     Imitation  Mahogany 

Swell  Base  and  Top  Round  Comers 

Rubbed  and  Polished 

Height  7  ft.  3  in.      Width  3  ft.  G  in.      Depth  21  in. 


No.  404  Wardrobe 

Plain  Oak,  (^larterc-d  Oak  Panels 

No.  404I2  Wardrobe 

Cheriy.     Imitation     Mahogany.     With    .Mahogany 

Veneered  Panels 

Double  Swell  Base  Rubbed  and  Polished 

Height  7  ft.  8  in.     Width  4  ft,  U  in.       Depth  2U  in. 
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No.  405  Wardrobe 

Plain  Onk 

No.  4051 J  Wardrobe 

Cherry.     Imitation  Mahogan\' 

Double  Swell  Ba.se         Rubbed  and  Polisheil 

French  Be\'el  Plates  12  x  4(5  in. 

Height  7  ft.  S  in.     Width  4  ft.  6  in.       Depth  'JO  in. 


No.  410  Wardrobe 

Plain  Oak  Gloss  Finish 

Height  7  ft.  SI  in.  Width  4  ft.  4  in. 

Depth  18  in. 


No.  411  Wardrobe 

Plain  Oak  Gloss  Finish 

Height  7  ft.  9  in.  Wiilth  4  ft. 

Depth  1()J  in. 
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No.  4111,.  Wardrobe 

Plain  (.)ak  Gloss  Finish 

Height  7  ft.  9  in.  Width  4  ft. 

Depth  181  in. 

French  Bevel  Plates  12  x  46  in. 


No.  4-12  Wardrobe 

Phiiii  ( lak  IJnarteifa  ( )ak  P:inil 

No.  4-1 2> 2  Wardrobe 

Cherry.     Imitation     .Mahugaiiy.     With    .Nhihogany 

^'eiieer  Door  Panel 

Swell  Base  Rubbed  and  Polished 

Height  7  ft.  7  in.  Width  3  ft.  Depth  IS  in. 

No.  413  Wardrobe 

Plain  Oak 

No.  413I2  Wardrobe 

(.'herry.     Iniitatioii  Malioj^an\- 
Same  as  abo\'e.  with  I'"ronch  Hevel  Plate  JO  x  -M  in. 


irteamamKH:'?"     '!<it'",i'- 


No.  414  Wardrobe 

Plain  Oak  t  iloss  Finish 

Height  7  ft.  8  in.  Width  3  ft.  0  in. 

Dejith  Hi  in. 
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No.  415  Wardrobe 

Plain  ( )ak  (  doss  l<'inish 

Height  7  ft.  .5  in. 
Width  3  ft.  l)c|.lh  111  in. 


No.  416  Wardrobe 

Plain  Oak  ( Jloss  Finish 

Height  7  ft.  5  in. 

Width  3  ft.  Depth  Hi  in. 

I'ronch  Bp\el  Plate  12  x  4(i  in. 


"P-l 


No.  420  Wardrobe. 

Rubbed  and  Polishe*'  ««iP«HlUVUVr»BO 
W  idth  3  fta^rt'i?^(^ra*WlA\  \J»»'|.TTi  24  in. 

N1^^419  Wardrobe 

Same  as  above,  with  Wood  P:inel  in  1) ■ 
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s  s 

No.  421  Wardrobe 


hyiTeredOak  Finish 
Height  6  ft.  Width  2  ft.  n  in. 

Depth  20  in. 


No.  532  Rack 

(JiKuteretl  0;ik  Riiljlicd  ami  Polished 

Class  30  X  4S  in.  French  Bevel 
Height  7  ft.  2  in.  Width  4  ft.  6  in. 


No.  547  Rack 

Quartered  Oak  Rubbed  and  Pcilishcd 

Glass  31)  \  4.S  in.  French  Bevel 
Height  7  ft.  1  in.  Width  4  ft.  5  in. 

Widths  of    Racks    includes    Pans  and   Arms 
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No.  548  Rack 

Quartered  Dak  Hnl)bed  and  Polished 

Ghuss  24  X  4S  in.  l'"rench  Bevel 
Height  7  ft.  3  in.  Width  4  ft.  I  in. 


No.  545  Rack 

(iiiuiteiod  t)Mk  Huliljcd  and  Polished 

Glass  2S  X  40  in.  French  Bevel 

Height  C  ft.  10  in.  Width  4  ft. 


No.  549   Rack 

Quartered  (.lak  Kul.)ljed  and  Polished 

Glass  18  X  40  in.  French  Bevel 
Height  6  ft.  9  in.  Width  3  ft.  8  in. 

Widths  of   Racks   includes   Pans  and   Arms 


No.  542   Rack 

Quartered  Oak  Pulibed  and  Polished 

Glass  24  X  30  in.  French  Bexel 

Height  fi  ft.  n  in.         Width  3  ft.  8  in. 


Polished 


No.  543 

Quartered  Oak 

Gla§ft4;i^4Kl^W^ench  Ifevel 

Width  3  ft.  7  in 


No.  544  Rack 

Quiirtered  UaW  Riil»l)ei.i  aiul  Polished 

'  TilaSs  IS  X  3(i  in.  Fi-ench  Be\-el 
Height  7  ft.  Width  3  ft.  2  in. 

Widths  of   Racks   includes   Pans  and   Arms 


No.  537  Rack 

Quartered  Oak  liuljljeii  and  Polished 

(ilass  IS  X  80  in.  French  Revel 
Height  G  ft.  S  in.  Width  2  ft.  11  in. 


5S 


»%.. 


No.  526  Rack 

Plain  Oak 

Glass  2- 
Height  7  ft.  4VH\\\^)^'W(fifi  3  ft.  8  in 


')^^Rc>^ 


Plain  Oak 


lUn^ 

Width  3  ft.  10  in. 


Height! 
Widths  of   Racks   includes   Pans   and   Arms 


No.  528  Rack 

Plain  Oak  ( iloss  Finish 

Glass  24  X  30  in.  French  Bevel 
Height  7  ft.  1  in.  Width  3  ft.  8  in. 
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No.  530  Rack 

Plain  Ciak  Clhiss  Finish 

C^ilass  20  X  24  in.  French  Bevel 

llcislit  7  It.  1  in  Wiillh  3  ft.  (i  in. 


No.  531   Rack 

Plain  Oak     Holis  Imitation  Qtd.  Uak     Gloss  Finish 

(llass  2-1  X  30  in.  French  Bevel 

Height  7  ft.  3  in.         Width  4  ft.  4  in. 

Widths  of   Racks   includes   Pans  and   Arms 
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No.  533  Rack 


liriyal  Quartered  Oak  Fiiii>J 
(lla.ss  L 

\i\^  ^"^Vidth  3  ft.  !l  in 


nd  Polishi'd 

0 

1 


No.  535  Rack 

Rolls  Only  Gloss  Finish 

I  Royal  Quartered  Oak  Finish 

Glass  18  X.40  in.  French  Bevel 

Height  7  ft.  3  in.  Width  3  ft.  10  in. 


No.  536  Rack 

Plain  Oak       Roll  Imitation  Qtd.  ( )ak     ( doss  Finish 

Glass  24  X  30  in.  French  Be\-el 

Height  7  ft.  Width  3  ft.  11  in. 

Widths  of   Racks   includes   Pans  and   Arms 


No.  538  Rack 

Plain  Oak  (.doss  Finish 

Glass  IS  X  30  in.  French  Bevel 

Height  6  ft.  10  in.  Width  3  ft.  9  in. 


01 


No.  539  Rack 

Plain  Oak  Uloss  Finish 

Glass  18  X  24  in.  French  Bevel 

Height  7  ft.  Width  3  ft.  3  in. 


No.  540  Rack 

Plain  Oak  (Unss  Finish 

Glass  10  X  28  in.  French  Bevel 

Height  6  ft.  8  in.  Width  3  ft.  2  in. 

Widths  of   Racks   includes   Pans  and  Arms 


No.  541   Rack 

Plain  Oak  Gloss  Finish 

Glass  16  X  28  in.  French  Bevel 

Height  6  ft.  7  in.  Widtli  3  ft.  3  in. 


02 


No.  522  Rack 

Plain  Oak  Ciloss  Finish 

Glass  20  X  24  in.  French  Plate  (Plain) 

Height  6  ft.  9  in.  Width  3  ft.  6  in. 


No.  550  Rack 

Plain  Oak  Gloss  Finish 

Glass  16  X  20  in.  French  Bevel 

Height  6  ft.  8  in.  Width  3  ft.  5  in. 

Widths  of   Racks   includes   Pans   and   Arms 


No.  551   Rack 

Plain  Oak  Gloss  Finish 

Glass  12  X  IS  in.  French  Bevel 

Height  6  ft.  8  in.  Width  3  ft.  9  in. 
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Price  List 

DECEMBER   1,    1906 

^he  Hughes 
Furniture   Mfg 
Company 

BALTO.,  MD.,  U.  S.  A. 


Factorx    and    Office 
LOCUST  POINT 


Showrooms 

223    W.    FAYETTE    STREET 

Baltimore 


DESTROY 
ALL   PREVIOUS  LISTS 

All   Patterns    Shown   in    Catalog 

and    Not    Listed    are 

Discontinued 


THE  PRICES  ON  THIS  LIST  TAKE 
EFFECT  DECEMBER  I,  1906 

All  quotations  are  F.  O.  B. 
Baltimore. 

Terms:  5  per  cent  discount  if 
paid  within  10  days,  or  2  per 
cent  30  days.     Net  60  days. 

Prompt  payments  are  neces- 
sary to  secure  discounts.  Posi- 
tively no  discount  allowed  on 
bills  unless  paid  for  as  per  terms 
above. 

Burlaps  must  be  paid  for  and 
when  returned,  freight  prepaid, 
credit  will  be  given  for  same. 

All  goods  are  shipped  at  pur- 
chaser's risk;  our  responsibility 
ceases  when  Transportation  Co. 
receipts  for  same  in  good  con- 
dition. 

Claims  for  damages  must  be 
reported  within  10  days  from 
date  of  shipment. 

Agents  are  not  authorized  to 
make  collections. 

THE  HUGHES 
FURNITURE  MFG. 
COMPANY 

Baltimore,  Md. 

U.  S.  A. 


CHA.MBER     SUITS 

No. 

Price           Bed 

Dresser 

Wash- 
stand 

125 

$19.00 

$5.50 

$10.75 

$3.75 

126 

18.50 

5.00 

10.75 

3.75 

128 

36.00 

14.00 

16.00 

6.50 

131 

21.25 

6.75 

11.50 

3.75 

131-0 

21.25 

6.75 

11.50 

3.75 

132 

31.50 

10.00 

15.50 

6.00 

133i 

23.50 

6.75 

12.50 

5.50 

133-0 

23.50 

6.75 

12.50 

5.50 

134 

32.50 

10.00 

16.00 

6.50 

135 

39.50 

14.00 

19.00 

6.50 

142 

18.00 

5.00 

10.25 

3.75 

142  0 

18.00 

5.00 

10.25 

3.75 

1421 

19.00 

5.60 

10.75 

3.75 

143 

17.00 

5.00 

9.25 

3.75 

143i 

17.50 

5.00 

9.75 

3.75 

144 

26.50 

8.75 

12.50 

5.50 

145 

26.50 

8.75 

12.50 

5  50 

145i 

26.50 

8.75 

12.50 

5.50 

153 

27.00 

1000 

12.75 

4.25 

154 

36.50 

12.00 

19.00 

6.50 

155 

29.50 

10.00 

13.75 

5.75 

171 

55.00 

16.50 

29.50 

9.25 

17H 

57.00 

17.00 

30.50 

9.75 

172 

53.00 

16  50 

28.00 

8.75 

172i 

55.00 

17.00 

29.00 

9.25 

173 

43.50 

12.50 

24.00 

7.50 

173i 

45.50 

13.00 

25.00 

8.00 

174 

38.50 

12.50 

19.00 

7.50 

174  V 

40.50 

13.00 

20.00 

8.00 

176"^ 

55.00 

17.00 

29.50 

8.75 

176i 

57.00 

17.50 

30.50 

9.25 

177 

56.00 

17.50 

30.00 

8.75 

177i 

58.00 

18.00     1     31.00 

9.25 

1 

ODD    DRESSERS 

No. 

Price 

No. 

Price 

234 

$10.75 

246 

$13.75 

235 

10.75 

253 

10.75 

238 

9.75 

255 

10.75 

244. 

12.75 

256 

9.25 

245 

19.00 

Odd  V^&shstands  and  Toilets 

No. 

Price 

Toil'ts 
Sepa- 
rate 

No. 

Price 

ToU'ts 

Sepa- 
rate 

277 

$3.75 

172-T 

$13.75 

$5.00 

286 

9.75 

$3.75 

172i-T|   14.75 

5.50 

287 

10.75 

4.25 

176-T 

13.75 

5.00 

288 

6.50 

2.75 

176i-T 

14.75 

5.50 

171-T 

14.75 

5.50 

177-T 

14.25 

5.50 

171i-T 

15.75 

6.00 

1771-T'  15.25 

6.00 

ENA.MEL     DRESSERS 

No. 

Price 

No.               Price 

201 

$12.50 

212 

$10.75 

202 

12.50 

213 

11.75 

203 

11.25 

2  1  4                9.25 

205 

12.00 

215                8.75 

206 

11.00 

216 

12.00    1 

207 

10.00 

217     '      12.00 

210 

12.50 

218         12.00 

211 

12.50 

ENAMEL  WASHSTANDS 

No. 

Price 

No.          1      Price 

220 

$4.50 

222 

$3.75 

221        1         4.2.5 

ENAMEL  CHIFFONIERS 

No. 

Price 

No. 

Price 

325 

$9.25 

330 

$7.50 

326 

9.00 

331 

7.75 

327 

10.50 

332 

8.00 

328 

10.25 

333 

9.00 

329 

7.25 

334 

9.25 

CHIFFONIERS                      | 

No.                 Price 

No. 

Price 

303 

$8.75 

351 

18  00 

304 

8.25 

3511 

19.00 

306 

9.00 

352 

16,50 

307 

9.25 

352* 

17.50 

308 

8.00 

353 

10.00 

309 

8.25 

353i 

17,00 

310 

6.50 

354 

18.t0 

311 

6.75 

354i 

19,50 

312 

6.25 

355 

19,00 

313 

6.00 

3551 

20.00 

314 

8.00 

365 

11,50 

315 

5.50 

366 

11.00 

316 

7.00 

367 

11.50 

317 

5.25 

368 

8.00 

343 

13.25 

369 

8.25 

344 

13.25 

370 

10.25 

345 

12.75 

371 

10.50 

346 

12.25 

372 

9.25 

347 

13.75 

373 

9.50 

348 

12.75 

374 

9.25 

350 

19.00 

375 

9..50 

350+ 

20.00 

1 

WARDROBES 

No. 

Price 

No. 

Price 

400 

$22.50 

413 

$19.00 

400  i 

24.50 

413* 

21.00 

401 

32.50 

414 

11.50 

40U 

34.50 

415 

8.75 

404 

19.50 

416 

12.75 

404i 

22.50 

417 

29.50 

405 

27.50 

417i 

31.50 

405i 

30.50 

418 

39.50 

410 

14.50 

41 8  i 

41.50 

411 

12.50 

422 

26.00 

411i 

20.50 

422i 

28.00 

412 

12.00 

423 

36.00 

412* 

14.00 

423* 

38.00 

HALL  RACKS 

No. 

Price 

No. 

Price 

522 

$8.00 

541 

$8.50 

528 

13.00 

542 

17.00 

530 

9.25 

543 

17.50 

531 

12.50 

544 

15.75 

532 

29.50 

545 

26.00 

535 

12.00 

547 

30.00 

536 

12.00 

548 

29.50 

537 

12.50 

549 

16.00 

538 

10.50 

550 

7.50 

539 

9.00 

551 

6.50 

540 

7.50 

552 

9.00 

1 
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